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Message Text 

CONFIDENTIAL 

PAGE 01 OTTAWA 01715 182116Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO FBO-02 OC-06 CCO-OO /026W 

191420Z 121803/42 

R 182102Z MAR 77 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 2841 

CONFIDENTIAL OTTAWA 01715 

FOR A/SY/T/WSB AND A/SY/FO 

E.O. 11652: GDS 
TAGS: ASEC, ACOM 

SUBJECT: ATTACK ALARM MODIFICATION FOR CHANCERY 

1 . DURING TODAY'S SIMULATED TEST OF THE CHANCERY'S 
INTERNAL DEFENSE PLAN, IT WAS DETERMINED THERE ARE THREE 
LOCATIONS WHERE THE ATTACK ALARM SIRENS COULD NOT BE 
HEARD. THESE ARE THE AMBASSADOR'S OFFICE AREA, THE ACR 
AND THE BASEMENT AREA INCLUDING C&R. IN REGARD TO C&R, 

THE OC TECHNICIANS APPARENTLY MOVED THE ATTACK ALARM INSIDE 
THE SHIELDED ENCLOSURE AND IT CANNOT BE HEARD OUTSIDE. 

2. SUGGEST A/SY/T COORDINATE WITH OC CONCERNING ACCEPT- 
ABLE ARRANGEMENT FOR THE ALARM IN C&R AND SCHEDULE IN- 
STALLATION OF ADDITIONAL SIRENS ON THE CHANCERY SECOND 
FLOOR AND BASEMENT. ENDERS 
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